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AGENDA 

Meeting : February 25, 2010 2:30 p.m. 

Community Safety Building 

Please notify Chief Jefferson if you will not be able to attend 

1. Introductions and Attendance 

2. Minutes of Last Meeting 

3. Report on H1N1 Flu, Flu Clinics and update on Flu 

Vaccination Situation 

4. Update of Telephone Notification Tree 

5. Update of Contact List 

6. Old Business 

7. New Business 

Discussion of School Preparedness 
Discussion of Future Exercise 

8. Public Comments 

9. Schedule Next Meeting 


10 


Adjournment 





